Barry Cadden </0=FIRST ORGANIZATION/OU=EXCHANGE ADMINISTRATIVE 
tr°m: GROUP (FYDIBOHF23 SPDLT)/CN=RECIPIENTS/CN=BC ADDEN> 

Sent: Friday, March 16, 2012 4:36 PM 

To: ccs@UNICLEAN.COM 

Subject: RE: FW: Photos 

Attach: DOC047.PDF; DOC048 PDF; DOC049.PDF; DOC050 PDF; DOC051 PDF 


Hi Edwin, 

See attached SOP 

I agree that we should have a dedicated mop system that can remain inside our cleanroom + be sanitized /bagged and 
sealed by my employees after each use and left in anteroom the night before your employees come. After cleaning CR1 
they can rebag + seal and transfer the system to CR2 and spray entire outside of bag with alcohol on tacky-matt prior to 
removing bag. It could then be left outside CR1 preproom after they complete the job and my people will clea/sanitize + 
bag for next time. What they did is just illogical + dangerous even if they were never trained properly. Contact me with 
any questions 


Barry 

From: ccs@UNICLEAN.COM [mailto:ccs@UNICLEAN.COM] 
Sent: Friday, March 16, 2012 1:22 PM 
To: Barry Cadden 
Subject: Re: FW: Photos 


Barry, 

First of all, I apologize for the inconvenience. I brought this to the techs attention and they were that their behavior cause 
an issue. The two techs that service your account have been doing it since day 1 . They took these issues very seriously 
and are willing to do what it takes to help your cleanroom get good EM results. Do you guys have a Gowning procedure in 
place? If so, can we please get a copy of it so between me and the support of our QA we can train our techs on it. 
Another idea brought up was leavening a new mop system at your facility. We can store "preferably" inside one of the 
cleanrooms. This way we can avoid contamination. I will audit their sanitizing methods next schedule cleaning and review 
any SOP if provided. Please let me know your thoughts. 

Regards, 


Edwin Cardona 

Contamination Control Manager 
UniClean 

Phone -(603) 888-1200 
Fax -(603) 888-0668 
ccs@uniclean.com 
Edwin Cardona@unifirst.com 


Barry Cadden < bcadden@neccrx.com > 

03/14/2012 11:56 AM 


T ° " ccs@uniclean.com " < ccs@uniclean .com > 
cc 

Subject FW: Photos 


USA000046402 




Here are some pix security would not allow me to release the entire film. Call me with any questions if you like + I need to know 

what the SOP will be to eliminate all potential contamination 

Barry 

From: Chris Hayes 

Sent: Wednesday, March 14, 2012 10:57 AM 
To: Barry Cadden 
Subject: Photos 


USA000046403 




USA000008560 
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USA000008564 




USA000008565 




